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Message Text 


UNCLASSIFIED 

PAGE 01 PARIS 32544 031 850Z 
66 

ACTION HEW-06 

INFO OCT-01 EUR- 1 2 ISO-OO OES-06 /025 W 

080870 

R 031846Z NOV 76 
FM AMEMBASSY PARIS 
TO SECSTATE WASHDC 6774 

UNCLAS PARIS 32544 

E.O.l 1652: N/A 

TAGS: OGEN, ETRD, EIND, TBIO, FR. 

SUBJECT: DEFECTIVE DEVICE- RECALL T- 149/150-6- 

REF.: STATE 265170 

1 . REFTEL REQUESTED POST CONTACT COOPERATION FUR OPEENNF. 
DE FOURNITURES HOSPIT AT , TERRS, 24 RUE AMELOT, 7501 1 

PARIS DISTRIBUTOR OF A STERILE NON-PYROGENIC DEVICE 
USED TO ADMINISTER INTRAVENOUS SOLUTIONS, MANUFACTURED 
BY SORENSON RESEARCH COMPANY, P.O. BOX 15588, SALT 
LAKE CITY, UTAH, 84115. 

2. THE COOPERATION EUROPEENNE DE FOURNITURES 
HOSPITALIERES STATED THAT THEIR FIRM IS NO LONGER 
HANDLING THIS PRODUCT. 

3. SUBJECT PRODUCT IS NOW BEING DISTRIBUTED BY THE 
COOPERATION PHARMACEUTIQUE FRANCAISE, (CPF), PLACE 
LUCIEN AUVET, 77001 MET UN. 

4. MR. SAUTEL, PRESIDENT OF CPF STATED THAT 

HE HAD BEEN INFORMED BY THE AMERICAN FIRM'S RECALL 
LETTER DATED 8/25/76 ABOUT THE LEAKAGE OF THE SUBJECT 
DEVICE. 

RUSH. 


UNCLASSIFIED 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 JAN 1994 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: LABORATORY EQUIPMENT, RECALLS 

Control Number: n/a 

Copy: SINGLE 

Draft Date: 03 NOV 1976 

Decaption Date: 01 JAN 1960 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976PARIS32544 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760410-1094 
From: PARIS 

Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: linkl 976/newtext/tl 9761 185/aaaacwcd. tel 

Line Count: 49 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ACTION HEW 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 1 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: 76 STATE 265170 
Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 23 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <23 JUL 2004 by schwenja>; APPROVED <16 AUG 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: DEFECTIVE DEVICE- RECALL T-1 49/1 50-6- 
TAGS: OGEN, ETRD, EIND, TBIO, FR 
To: STATE 
Type: TE 
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